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This  cattle  feeder  is  a  pole-type  structure.  Square,  pressure-treated  posts  are 
set  in  the  ground  on  each  side  of  the  4-foot-wide  feed  bunk.  Cattle  feed  from  both 
sides  of  the  bunk,  which  may  be  filled  by  conveyor  or  carrier. 

The  gable  roof  spans  27  feet.  Length  of  the  building  may  be  varied  in  units 
of  7  feet  6  inches. 

This  feeder  is  suitable  for  areas  where  the  snow  load  does  not  exceed  20  pounds 
per  square  foot  or  the  wind  does  not  exceed  76  miles  per  hour. 


Complete  working  drawings  may  be  obtained  through 
your  county  agent  or  from  the  Extension  agricultural  engi- 
neer at  most  State  agricultural  colleges.  There  is  usually 
a  small  charge. 

ORDER  PLAN  NO.  5862,  COVERED  FEEDER 
FOR  CATTLE,  TYPE  B 

If  working  drawings  of  this  plan  are  not  available  in 
your  State,  write  to  the  U.S.  Department  of  Agriculture, 
Agricultural  Engineering  Research  Division,  Plant  Indus- 
try Station,  Beltsville,  Md.  The  U.S.  Department  of 
Agriculture  does  not  distribute  drawings,  but  will  direct 
you  to  a  State  that  does  distribute  them. 
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